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UNITED STATES INTELLIGENCE BOARD 


INTELLIGENCE INFORMATION HANDLING COMMITTEE 


System Design and Development Subcommittee 


AGENDA 


Meeting Wednesday, 21 April 1971 


Room 3E30, CIA Hers.. 1330 Hours 


Approval of Minutes of 56th Meeting 


Proposed Symposium on Terminals (nominations for program 
committee, guidance for program committee).. 


Use of Federal Information Processing Standards (FIPS) for 
Exchange of Intelligence Data 


Other Business 
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Executive Secretary 


Distribution List 


SDSDS Members 
IHC Members 
R&DS Members 
Standards Panel 

Chairmen, E&TS, CSS, IGCP Ad Hoc Panels 
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